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the blocks carrying bushes are carefully milled, it is
very difficult for the rollers to get away from a parallel
position, and the length of life of the leathers is there-
fore considerably increased.

In  the old  machines  the   steam-chest  formed the
frame to which the roller stands, and nearly all the
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other working parts of the comb  were fastened.    By
this arrangement the roller stands were always heated,
the expansion and contraction which resulted was apt
to loosen bolts, and it also made any alterations very
uncomfortable work for the overlooker.    In all modern
~*achines the arrangement is quite different, the rollers
;ng supported by a capstan fixing which stands on
bed-plate without any connection with the steam-